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of 50 to 300 atmospheres. Hydrogen is the least soluble con-
stituent of the mixtures. It is a moot point, however, as to how
much more soluble the other gases are under the given conditions.
Published data are lacking on this point. It must be observed,
however, that, unless there is a marked solubility differential
between hydrogen and the other gases, the process will be im-
possible merely on the ground of hydrogen losses alone. It must
be remembered that these losses will be, in the purified gas, de-
termined by the solubility of hydrogen at the working pressure in
the solvent chosen.eneral, noticeably absent from
